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THIS IS .UNEVALUATED INFORMATION 


RTI i SOMES Ye 
. . . 25X1X 
SOURCE 
: 1, Location: About 2.@km northeast of Criatura (uF 7th / 
LBC? Ny Georgian SGR. . 


a. “hen source went te th 6 plent in’ April. lyat the exca- 
vetion work for the washing plant woich, accorcing to 
Pellow-rvs had been under way since early 1947, was just 
comoisted, Originelly. there had been an ehout F-meter 
wid level elong the slope about 72 reters above the vally. 
This level had long bean used for the treck of a narrov- 
mauge field railroad iine. by blasting operations , a 7 
second level wes constructed: higher up the silops and the 
lowar tevel was widened to sbout 3€ meters. 

‘ 3, fhe buildings of the washing plant were then srected 
om the two levels. . 


». the work for the construction ot the base for the cable- 
way pistT was bewun in way LunG (see annex), 


” 


Yue pyloent wes as3signated Jones nese plant fopr. The old 
manganess mines and processing j “lants have 6xisted since 
“exdd Yer I. Sines the naneane se ore mined’ near Chiatura 
RA to be en i,ped lone distances an ore dressings ahd cone en= 
bye lan 5 been under construction since 195. 
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It is seeduled ‘to te put into operation in 1950. 
The plunt inctalletions are being built on the 
slope running wlonz the southern barkcf. the 

Kvirile brook viiel. is erCSsea by two cableways 
constructed for ths: transportution of the saAnranese 
ore. Yower ig supslied from the Chiatura power 
plant. 


hk, “ork forse: | 


Four vundred I's und 400 civilian workers, ineluding 
nunerous women, wecs assigned to the constrvetion of 
the plant. ' 


An 


>» Output: 
Five ov six troins consisting of nine cars each, 
-louded with 2& tons of manganese ore left the old 
washing glant every day. 


25xia [___|ozusnis 
. ueyort is a valuable confirdation arc Supplement to 
previous infercution on tie Chiatura manganese dressing 


plants . a : i 
The attached sketes by source l gives a foot picture 
of the layout of th? plunt instellations in tLe Kvirila 
-Vallsy und is a veluable confiraation of previous 

re, Orts. 


1 Annex: Layout Sketch of the langanese Viant of 
Criatura. 
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wayout Sketch of the Uanganese Plat of chiatura 


Legends 


Not Jo Scw2 
1d. level with the narrow.cauge raibroad line 
2, secoid level blasted inte the slope 
3. dartn piled up for the widening of the first level 
hk. Washing nlant Jo 1, brick building, 3030036 feet. 


5. Connection te the secong washing -lans + wea 

6. Vashing olant .o 2, 3Ox30xh5 feet, both washing plants are equipred 
with several seives and zrates arranv:ed one below the otuer 

7. Foundation for the cubleway pier, 15 feet square and 30 feet deep 

f, Seheduled cebleway plier; the required structural steel was already 
piled up on the snot 

9. Vallay of the Kvirila Siver 

10, Cnumorting pier of the cablewa;y 
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